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ACTION EUR- 1 2 

INFO OCT-OI ISO-00 ACDA-10 CEQ-OI CIAE-00 DOTE-00 EPA-04 
HEW-06 HUD-02 INR-07 INT-05 L-02 NSAE-00 NSC-05 

NSF-02 OIC-02 PA-02 PM-03 PRS-OI RSC-OI SAJ-OI OES-05 

SP-02 SS-I5 TRSE-OO USIA-I5 DEAE-00 /I04 W 

053549 

R06I349ZFEB 75 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 6468 
INFO USMISSION NATO 

UNCLAS PARIS 03214 

DEPT EOR OES/SCI, PLEASE PASS F.A. HARRIS, EPA 
E.O. 11652: N/A 

TAGS: TECH, ENRG, NATO, TGEN 

SUBJECT: CCMS GEOTHERMAL ENERGY: FRENCH PLAN HOST 
LOW TEMPERATURE (NON-STEAM) GEOTHERMAL ENERGY CON- 
FERENCE IN JUNE 

1 . GOF CCMS GEOTHERMAL ENERGY COORDINATOR PAUL 
SANGNIER HAS INFORMED SCIATT THAT THE ERENCH ARE 
PLANNING TO HOST A CONEERENCE IN JUNE ON LOW TEMP- 
ERATURE GEOTHERMAL ENERGY, THAT IS EXCLUDING STEAM, 
TO WHICH THEY WILL BE INVITING NATO COUNTRIES AND 
OTHER, OBSERVER, COUNTRIES UNDER CCMS AUSPICES. 

2. SANGNIER PLANS TO HAVE INVITATIONS AND A 
PROPOSED PROGRAM ISSUED AROUND MARCH OR APRIL. 

3. MFA/CCMS COORDINATOR STI JYCK-T All ,I .ANDIFR TOLD 
SCIATT ON 6 FEBRUARY 1975 THAT THE MEA EAVORED 
HOLDING THIS CONFERENCE. 

4. EURTHER INFORMATION WILL BE FORWARDED AS RE- 
CEIVED. 
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